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July lh, 1947 


mxecutive for Administration and Management 
Executive Director 


Tentative Table of Organization for Interdepartmental Coordinating 
and Planning Staff 


"yeeeee Para. 5. A personnel ceiling of BI positions is established 25X1A 
for all quarters of fiscal year 1948. ." 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


25X1A9a 


Captain, U.S.N. 
iixecubive Director 
itech. 
ce: ICAPS (1) 
Pers, Br. A &il 
Budget & Fin. Br. A&h (1) 
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